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premature mortality 47, 505, 543 
renal agenesis surveillance 679 
Rocky Mountain spotted fever 388 
Salmonella 
enteritidis 490 
isolates, SS-2 
seat belt use 549 
spinal cord injuries 285 
sudden unexplained death syndrome 568 
syphilis 
increase 35 
summary 486 
tuberculosis S-8 


measles-mumps-rubella 
& HIV-infection 181 (323) 
paralytic illness 107 

National Childhood Vaccine Injury 
Compensation Act 197 

paralytic illness 107 

poliomyelitis 257 


Vector-borne diseases 

dengue 129 

encephalitis 79, 506 

human ehrlichiosis 270 

Lyme disease 1 

malaria 
chloroquine poisonings 437 
information system 336 
recommendations for travelers 277 

Rocky Mountain spotted fever 388 


Venereal diseases (See Sexually 
transmitted diseases) 


Vessel Sanitation Program (See 
Cruise ships) 


Viral hemorrhagic fever S-3 


Viral Hepatitis Surveillance Program 297 


Virginia: partner notification 393 


Ww 


Universal precautions 377 
Washington, D.C. (See District of Columbia) 


Washington State: 
Vv chloroquine poisoning 437 
Waterborne illness 
Campylobacter SS-2 
viral gastroenteritis 69 
water-related disease SS-2 
West Virginia 79 


Vaccines & toxoids (See a/so 
ACIP recommendations, Immunization) 
cholera 617 
diphtheria-tetanus-pertussis 107 
Haemophilus b Conjugate Vaccine 13 
(323) 
hepatitis B 
immune globulin 341 
vaccine 341 
human diploid cell rabies 217 
influenza 361 (390) 
measles 53 


Wisconsin 
chloroquine poisoning 437 
polychlorinated biphenyl! (PCB) 
contamination 17 
spinal cord injuries 453 
swine influenza virus 661 





Work-related diseases (See Occupational x 
diseases & injuries) 


Y 


Years of potential life lost (See Premature 
mortality) 
World Health Organization 
Global Programme on AIDS 286 Yersinia entercolitica bacteremia 577 
Collaborating Centres for Influenza 466 
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